This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 SC. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

16-R-0001 


See reverse side for 
additional information. 


ON NO. CUSTOMER NO. 

48 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

YALE UNIVERSITY 

1 HILLHOUSE AVENUE PO BOX 208365 
NEW HAVEN, CT 06520 
(203) 785-2525 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS/s/fes 


See Attached Listing 





REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


B. Number of C. Number of D. Number of animals upon E. Number of animals upon which teaching, 

animals being animals upon which experiments, experiments, research, surgery or tests were 

bred, which teaching, teaching, research, conducted involving accompanying pain or distress 

conditioned, or research, surgery, or tests were to the animals and for which the use of appropriate 

held for use in experiments, or conducted involving anesthetic, analgesic, or tranquilizing drugs would 

teaching, testing, tests were accompanying pain or have adversely affected the procedures, results, or 

experiments, conducted distress to the animals interpretation of the teaching, research, 

research, or involving no and for which appropriate experiments, surgery, or tests. (An explanation of 

surgery but not pain, distress, or anesthetic, analgesic, or the procedures producing pain or distress in these 

yet used for such use of pain- tranquilizing drugs were animals and the reasons such drugs were not used 

purposes. relieving drugs used. must be attached to this report) 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


9. Non-Human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


Goat 


13. Other Animals 


Ferrets 


Mastomy 


Peromyscus 


ASSURANCE STATEMENTS 


1) Professionally acceptable standard:; governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery , or experimentation were followed by this research facility. 

2) Each principal investigator has com;idered alternatives :o painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, Ihis summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C E O OR INSTITUTIONAL OFFICIAI I NAMF * TITI F OF C, F O OR INSTITUTION Al OFFICIAI /Trn. 


TOTAL NO. 
OF ANIMALS 

(Cols.C + 
D+ E) 



290 

34 


324 




DATE SIGNED 

njivl 0 !' 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 


03 ^ 































































This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 50. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE | 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 16-R-0001 48 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

YALE UNIVERSITY 

1 HILLHOUSE AVENUE PO BOX 208365 
NEW HAVEN. CT 06520 

(203) 785-2525 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form ) 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS 


1) Professionally acceptable standarcs governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approvec by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-aaproved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

DATE SIGNED 


APHIS FORM 7023A (Replaces VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 
















October 1, 2006 - September 30, 2007 

Explanation for IACUC Approved Exceptions to USDA Regulations 
Yale University 16-R-0001 


Feeding 

Seventeen Macaca mulatta . Category C, underwent food regulation to motivate 
learning. Animals were given a reduced ration of monkey chow during the 
testing period of up to five days per week. During this time, their diets were 
supplemented by food rewards earned during testing and by food treats given as 
part of the enrichment program. The investigator and the veterinary staff 
monitored the animals’ health status. Daily assessments included body 
condition, food consumption, behavior, and hydration status. Animals were 
weighed weekly and returned to full feed when not on study. Animals did not 
exhibit any overt discomfort or distress. 


Watering 

Three Macaca mulatta, Category C, and seven Macaca mulatta , Category D, 
underwent water regulation to enhance performance and motivation to learn and 
perform complex tasks. Fluid intake was sufficient to maintain the animals’ 
health and well-being. It was accomplished by permitting the animals to earn 
fluid to satiety each day during behavioral training and testing, providing ad 
libitum chow and treats and stopping fluid regulation when animals were not on 
study. Daily assessments included body condition, food consumption, behavior, 
and hydration status. Animals were weighed weekly and did not exhibit any overt 
discomfort or distress. 



V his report io required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

Gil U 9 200/ 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT ) 

1. CERTIFICATE NUMBER: 1 6-R-0003 

CUSTOMER NUMBER: 49 

FORM APPROVED 

OMB NO. 0579-0036 

Wesleyan University 

Vice Pres Academic Affairs &Provost 
237 High Street 

Middletown, CT 06459 

/4y-> 


Telephone: (860) -685-2010 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) J 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023aT 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reas< 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 




/ 


5. Cats 




s' 


6 Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10 Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 

























| ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
^Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


APHIS FORM 7023 
( AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 



DATE SIGNED 

tvZ'VU 

















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


1. REGISTRATION NO. 

16-R-0007 


CUSTOMER NO. 

51 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

HARTFORD HOSPITAL 
80 SEYMOUR STREET- P.O. BOX 5037 
HARTFORD, CT 06102 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfs/fes) 


ANIMAL RESEARCH FACILITY 
HARTFORD, CT 06102 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

16-R-0008 


CUSTOMER NO. 

52 


FORM APPROVED 
OMB NO. 0579-0036 


11 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF CONNECTICUT 

438 WHITNEY RD EXT. UNIT 1006, WHETTEN GRAD CTR 
STORRS, CT 06269-1006 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


UNIVERSITY OF CONNECTICUT 
STORRS, CT 06269-1133 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 



ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 










































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21f 

See attached form for 
additional information. 

Interagency Report Control No.. 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0011 

CUSTOMER NUMBER: 43 

FORM APPROVED A 

OMB NO. 0579-0036 iaI 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Hartford 

200 Bloomfield Avenue 

West Hartford, CT 06117 



Telephone: (860) -768-4544 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

O 

O 

o 

D 

o 

5. Cats 

O 

O 

o 

T> 

o 

6. Guinea Pigs 

b 

r ) 


© 

o 

7. Hamsters 

o 

r> 

o 


o 

8, Rabbits 

o 


1 

o 

O 


9. Non-human Primates 

o 


c 

o 

O 

10 Sheep 

o 

Q 

o 

&> 

o 

11 Pigs 

6 

n 

■Av. 

Q_ 

o 

12. Other Farm Animals 


o 

o 


D 







13 Other Animals 


c> 

o 

Q 





















I 

I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 

oj^ 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0015 

CUSTOMER NUMBER: 812 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Trinity College 

300 Summit Street 

Hartford, CT 06106 



Telephone: (860) -297-2000 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 


O 

o 

5. Cats 

0 

o 



o 

O 

o 

6. Guinea Pigs 

0 

O 

o 

O 

b 

7. Hamsters 

0 

o 

0 

6 

n 

8. Rabbits 

0 


o 

O 

o 

9 Non-human Primates 

0 

D 

h 

0 

6 

10. Sheep 

o 

O 

0 

£> 

O 

11. Pigs 

o 

O 

n 

<5 

b 

12. Other Farm Animals 

0 

b 

o 

o 

<b 







13. Other Animals 

o 

o 

0 

o 

C> 



















| ASSURANCE STATEMENTS | 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


cickiatiidc ncrcn no imctiti iti^mai nccir'iAi 



APHISTORM 7023 (Replaces VS FORM 1 8-23 (OCT 88), which is obsolete.) 

{ AUG 91 ) 














This report is required by law (7 USC 2143). Failure to report according to the regulations can See attached form for Interagency Report Control No.. 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21! additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0017 

CUSTOMER NUMBER: 30 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Connecticut College 

270 Mohegan Avenue 

New London, CT 06320 



Telephone: (860) -430 230» 

imy yj 

or 

1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) J 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B . Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





o 

5. Cats 





o 

6. Guinea Pigs 



1 


o 

7 Hamsters 





& 

8. Rabbits 





o 

9 Non-human Primates 





£> 

10. Sheep 





O 

11. Pigs 





O 

12. Other Farm Animals 





O 







13. Other Animals 





O 









A/o QofU 

Stjfc-cJL /Fa >' i 

\La. VO'radv'ti Specie^ 




<7 


1 r 



| ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



ADQUARTERS RESEARCH FACILITY OFFICIAL 
eror Legally Responsible Institutional Official ) 


APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 

( AUG 91 ) 



DATE SIGNED 











This report is required by taw (7 USC 2143). Failure to report according to the regulations can See rev 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. addition 


UNITED STATES DEPARTMENT OF AGRICULTURE | 1. REGISTRATION NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 1 6-R-0025 


See reverse side for 
additional information. 


ON NO. CUSTOMER NO. 

44 


Interagency Report Control No 
01 80-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

UNIVERSITY OF CONNECTICUT HEALTH CENTER 
263 FARMINGTON AVENUE 
FARMINGTON, CT 06030 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATION S( sites) 


CENTER FOR LABORATORY ANIMAL CARE 
FARMINGTON, CT 06032 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


B. Number of 
animals being 

Animals Covered bred, 

By The Animal conditioned, or 

Welfare Regulations held for use in 

teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E . Number of animals upon which teaching, 

F. 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


APHIS FORM 7023 

(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


DATE SIGNED 


PART 1 - HEADQUARTERS 





































This report is required by law (7 use 2143). Failure to report according 10 the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for In Section 21 : 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Sco attached form rex 
additional information. 


imeragfirtty Kuport ttwnroi NO.. 


1. CERTIFICATE NUMBER; 

16-R-0026 

CUSTOMER NUMBER: 

46 



Quinnipiac University 
Mt. Carmel Avenue 
P.O.Box 125 
Hamden, CT 06518 

Telephone: (203) -582-8958 


3. REPORTING FACILITY ( list Ml locations where animate were housed or used in actual research, testing, or experimentation, or held (or these purposes. Attach additional sheets if necessary ) 


Vivarium - Buckman Center facility locations ( sites >- see Atached u=ting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional cheats If nacesstw or um APHIS Form 7023A 1 


C. Numbered D. Number of animals upon E. Number of animals upon which leaching, experiments. F. 

animals upon which exparlmenls, research, surgery or tests were conducted Involving 

which leaching, leeching, research, • accompanying pain or dlstrasB to tha animals and for wh „„ 

research, surgery, or tests were me use of appropriate anesthetic, analgesic, or tranquiliz _ 

experiments, or conducted involving drugs would hove adversely affected the procedures, res ' 

tests were accompanying pain or or interpretation of the teaching, research, experiments, 

conducted distress to the animals an surgery, or lesls. (An explanation of the procedures ( 

Involving no pain, for which appropriate producing pain or distress in these animals and the reast C 

distress, or use o anesthetic, analgesic, or such drags were not used must be attached to this report 


5. Cats 


6, Guinea Figs 


7. Hamsters 


8. Rabbits 

9. Non-human Primates 


io. Sheep 


11. Pigs 


12. Other Farm Animal 


Gerbi 1 s 


13 Other Animals 



TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


t) Professionally acceptable standards governing the care, treatment, and use of animals, Including appropriate use of anastatic, analgesic, and trenquillzing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal Investigator has considered alternatives lo painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to me standards and regulations be specified and explained by the principal investigator and ep 
Institutional Animal Care and Usa Committee (IACuC). A summery of all aueh exception* I* attached to this annual report. In addition to Identifying the lACUC-epproved exceptions, this summary rnr 
bdar explanation of the exceptions, as wall as the species and number of animats affected. 

4) The attending veterinarian for this research facility has appropriate authority lo ensure tne provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILrTY OFFICIAL 
re Offleer or Legally Responsible Institutional Official ) 




DATE SIGNED 


b-v<n 























C#3S 


This report is required by law (7 USC 2143). Failure to report according to the regulations 
can 

See attached form for 
additional information 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 1 6-R-0028 

CUSTOMER NUMBER: 35 

■HUB 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

U.S. Surgical Corporation 

Covidien 

150 Glover Avenue 

Norwalk, CT 06856 



Telephone: (203) -845-1000 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT*OFANiMAI _S USED BY OR UNDER CONTROL OF RESEARCH FACILTwTAHach additional sheets if necessary or use APHIS Form 7023A > 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, 
testing, 
experiments, 
research, or 
surgery but not y€ 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

D. Number of animals 
upon which 
experiments, teaching, 
research, surgery, or 
tests were conducted 
involving 

accompanying pain or 
distress to the animals 
and for which 
appropriate anesthetic, a 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the 
reasons such drugs were not used must be attached to 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 

C + D + E ) 

4. Dogs 



389 


389 

5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primate 






10. Sheep 






11. Pigs 

l 


427 


427 

12. Other Farm Animals 












13. Other Animals 


















Total 

l 


816 


816 

1 ASSURANCE STATEMENTS 

1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following 
actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal 

investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the 
lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print 


DATE SIGNED 



arms i-ukm ruza 

( AUG 91 ) 


tKepiaces vs hUKM i8-23 (OCT 88), which is obsolete. 








This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 

16-R-0031 


CUSTOMER NO. 

56 


Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SEA RESEARCH FOUNDATION INC 
55 COOGAN BOULEVARD 
MYSTIC, CT 06355-1997 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


SEA RESEARCH FOUNDATION 
MYSTIC, CT 06355-1997 


MYSTIC MARINE LIFE AQUARIUM 
MYSTIC, CT 06355-1997 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals being 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


bred, 

which teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

held for use in 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

experiments, 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 

research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


purposes. 

relieving drugs. 

used. 

must be attached to this report) 




California sea lion 


Beluga whale 


Northern fur seal 


ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for Interagency Report Control No 

50. additional information. 0180-DOA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SEA RESEARCH FOUNDATION INC 
55 COOGAN BOULEVARD 
MYSTIC, CT 06355-1997 


1. REGISTRATION NO. 

CUSTOMER NO. 

16-R-0031 

56 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use this form.) 


A. 



B. Number of 

C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 


animals being 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


Animals Covered 

bred, 

which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

By The Animal 

conditioned, or 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

Welfare Regulations 

held for use in 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 



teaching, testing, 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 


experiments, 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D + E) 


research, or 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 



surgery but not 

pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 



yet used for such 

use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 



purposes. 

relieving drugs. 

used. 

must be attached to this report) 



Steller sea lion 


Harbor seal 



ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DATE SIGNED 



APHIS FORM 7023A 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 




















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 ! 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0040 

CUSTOMER NUMBER: -J 0301 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

Northwestern C T Community College 
Park Place East 

Winsted, CT 06098 



Telephone: (860) -738-6483 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPOr7qfaNIMALS USED BY OR UNDER CONTROL OF RESEARCHFACILITY^ Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B . Number of animal 
being bred, 
conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o ( 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distiess to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 1 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this reporl 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

— 




— 

5. Cats 

io 




(a 

A 

6. Guinea Pigs 

a 




7 Hamsters 

i 




i 

8. Rabbits 

\ 




1 

9. Non-human Primates 

. 




— „ 

10. Sheep 

— 




~ — — 

11. Pigs 

— _ 




.... 

12. Other Farm Animals 

— 




— — - 







13. Other Animals 





— 




















ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



( AUG 91 ) 















This report is required by law (7 USC 2143). Failure to report according to the regulations can See a,tached form for Interagency Report Control No. 


result in an order to cease and desist and to be subject to penalties as provided for in Section 211 


UNITED STATES DEPARTMENT OF AGRICULTURE 

1 ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0042 

CUSTOMER NUMBER: 1 5694 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

American Integrated Biologies Inc 

P O Box 252 

East Woodstock, CT 06244 

Telephone: (860) -963-2612 

*4s~ 

OC 1 1 5 200/ 

pTREPOF^INC^AcI^^MTsnN'Tocation^her^nimate^er^^ | 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A 1 | 

A. 

Animals Covered 

Rv The AnlrrtaJ 
Welfare Regulations 

B. Number of animal 
being brea, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animals upon 
whicii experiments, 
teaching, research, 
surgery, or tests were 
conducted involvmg 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4 Dogs 






5 Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10 Sheep 






11. Pigs 

3 




) 

12. Other Farm Animals 



/ 


S' 

Cr6ATS 






13, Other Animals 
























| ASSURANCE STATEMENTS j 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 






Print ) 

Wffl 











This report Is required by law (7 USC 21 43). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to pena 1 s provided for in Section 211 


See attached form for 
additio--' nformatlon. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER: -|6-R-0044 
CUSTOMER NUMBER: 20922 


FORM APPROVED 
OMB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Bayer Pharmaceutical Corporation 
Manager Veterinary Resources 
400 Morgan Ln 
West Haven, CT 06516 


■ IAN 0 i 


Telephone: (203) -812-5046 


3. REPORTING FACILITY ( List all locations where animal* were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS < Sitas ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional ahealm If necessary or use APHIS Form 7023A ) 


A. 



B. Number of 
animals being 
bred, conditioned. 

C. Number of 
animals upon 
which teaching, 

0. Number of animals upon 
which experiments, 
latching, research. 

E. Number of animals upon which leachir 
research, surgery or tests were condu 
accompanying pain or distress to the 

>g, experiments, 
:ted involving 
animals and for wh 

F. 

TOTAL NUMBEF 
OF ANIMALS 

Animals Covered 

or held for use in 

research. 

surgery, or tests were 

the use of appropriate anesthetic, ana 

gesic. or tranquiliz 

By The Animal 

leeching, testing. 

experiments, or 

conducted Involving 

drugs would have adversely affected tl 

ie procedures. 

Welfare Regulation 

experiments, 

lasts were 

accompanying pain or 

results, or Interpretation of the teachln 

g, research, 

( COLUMNS 


research, or 

conducted 

duress la the animals an 

experiments, surgery, or tests. ( An e> 

planation of the , 


eurgery but not y« 
used for such 
purposes. 

Involving no pain, 
duress, or use 01 
pain-relieving 

dregs- 

for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

procedures producing pain or distress 
the reasons such drugs were not used 
this report ). 

in these animals a 
must be attached 

C+O+E) 



4. Dogs 


5. Cats 


S. Guinea Pigs 


7. Hamsters 


S. Rabbits 


a. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


1 ) Professionally acceptable standards governing me os'*, treatment, and use of animals, including appropriate use of anastatic, analgesic, end franqutlizing drugs, prior to, during, and following actual rest 
teaching, tasting, surgery, or axpanmontatkm war* followed by this research facility. 

2) Each principal investigator has considered alternatives to panful procedures. 

3) This facility is adhenrtg to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the principal investigator and so 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as wall as the species and number of arums is affected. 

4) The attending vetonnanen for this research facility has appropriate authority to ensure the provision of adequate veterinary care end *n oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( 7Voe or Piint I 




























This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


See attached form for 
additional information. 


Interagency Report Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 16-R-0048 

CUSTOMER NUMBER: 4051 5 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

lx ; r -f f - jvj* % X PRINT ) 

Western Connecticut State University 
181 White St 

Danbury, CT 06810 

Telephone: (203) -837-8281 


1 3. REPOf^j[J^AC^I(^^ pH were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS < Sites ) - See Alached Listing Biology Department 

Science Building 

I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 












13. Other Animals 






Gerbils 



6 


6 













1 ASSURANCE STATEMENTS 


1 


1 ) Professionagy acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res« 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 




|NAME&T[TLEOFC ; EaORINSTmJT|ONALOFFICIALfrweorftOTf)^^^^^^^^l 

DATE SIGNED 


APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 

( AUG 91 ) 
















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 


1. REGISTRATION NO. 

CUSTOMER NO. 

1 6-V-0002 

454 


Interagency Report Control No 
01 80-DQA-AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) A 

VA MEDICAL CENTER (689) JA] ^ 

950 CAMPBELL AVENUE 
WEST HAVEN, CT 06516 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONS (sites) 


VA MEDICAL CENTER (689) 
WEST HAVEN, CT 06516 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


B. Number of 
animals being 

Animals Covered bred, 

By The Animal conditioned, or 

Welfare Regulations held for use in 

teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments, 

experiments, research, surgery or tests were 


which teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols.C + 

conducted 

distress to the animals 

interpretation of the teaching, research, 

D+ E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (IACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATE SIGNED 


APHIS FORM 7023 
(AUG 91) 



(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 






























